# Insert virtual media with retry logic
insert_attempts = 3
for attempt in range(insert_attempts):
    insert_media_url = f"https://{bmc_ip}{cd_endpoint}/Actions/VirtualMedia.InsertMedia"
    virtual_media_body = {
        "Image": f"https://path-to-your-rhcos-live-image/{ocp_cluster_name}-rhcos-live.x86_64.iso",
        "Inserted": True,
        "WriteProtected": True
    }
    response = requests.post(insert_media_url, headers=auth_header, json=virtual_media_body, verify=False)
    if response.status_code in ok_status:
        print(f'Virtual media inserted successfully for host {name}.')
        break
    else:
        print(f"Failed to insert virtual media for host {name}. Status code: {response.status_code}. Error: {response.content.decode('utf-8')}. Retrying ({attempt+1}/{insert_attempts})...")
        time.sleep(30)  # Wait for 30 seconds before retrying
else:
    print(f"Failed to insert virtual media after {insert_attempts} attempts. Exiting...")
    sys.exit(1)



curl -X POST -k -H "Content-Type: application/json" -H "X-Auth-Token: YOUR_AUTH_TOKEN" -d '{"Image":"https://path-to-your-rhcos-live-image/YOUR_ISO_IMAGE.iso","Inserted":true,"WriteProtected":true}' https://BMC_IP/redfish/v1/Managers/1/VirtualMedia/1/Actions/VirtualMedia.InsertMedia
